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SUBJECT: ABANDONMENT OF VIET-NAM RESEARCH REACTOR 

PASS JOHN HORAN, DALAT RESEARCH REACTOR SITE 

IN EVENT CONTINGENCY PLAN TO CONCRETE REACTOR WERE IMPLE- 
MENTED, PLAN SHOULD INCLUDE THE FOLLOWING: 

1. REMOVE WATER FROM TANK OR IF THAT IS NOT POSSIHLE, 

2. CONSIDER POURING CEMENT THROUGH TUBE TO BOTTOM OF TANK 
TO DISPLACE WATER UPWARD. 

3. REMOVE THE SIX CENTRAL ELEMENTS, I. E. B-RING ELEMENTS 
FROM CORE LATTICE AND PLACE ELEMENTS ON BOTTOM OF TANK. 

4. FULLY INSERT CONTROL RODS AND DISCONNECT CONTROL ROD 
DRIVES. 
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